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NBS  Report  Series  are  available  for  purchase  from  either  the  Government 
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GPO  documents,  e.g.,  the  NBS  Technical  Note  series,  are  obtained  by  writing 
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Documents,  U.  S.  Government  Printing  Office". 

NTIS  documents,  i.e.,  the  NBSIR  and  NBS-GCR  series,  are  obtained  by  writing 
directly  to  the  National  Technical  Information  Service,  Springfield,  VA 
22161.  Microfiche  copies  of  the  documents  also  are  available  at  a cost  of 
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payable  to  "National  Technical  Information  Service"  or  by  utilizing  your  NTIS 
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Reports  available  from  the  Consumer  Product  Safety  Commission  may  be  obtained 
by  writing  directly  to  them  at  5401  Westbard  Avenue,  Bethesda,  MD  20810. 
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